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[PART IV 
गैर - सरकारी व्यक्तियों और गैर - सरकारी संस्थाओं के विज्ञापन और सूचनाएं 
[ Advertisements anal Notices issued by Private Individuals and Private Bodies ] 


LOST 


Tur Government Promissory Note Nu . MS. 021772 of 
NDGR 1980 R Series 11 gms. originally standing in the 
nadio WC. P . JANARDHANAM , thc proprietor , by whom 
it ! never endorsed to any other person , having been 
lest nutico is hereby given that the payment of the above 
Not and the interest thereupon has been stopped at the 
Publir . Deht Office , Reserve Bank of India , Madras and 
that application is ubout to be mude for the issue of 
luplicate in favour of the proprietor . The public arc cau 
tionel giust purchasing or otherwise denling with the 
: bove mentioned security . 
Name of the advertiser : ( . P . JANARDHANAM 
Residence : Vadakkathra , Angadiruram . P . O ., Malappurain 
Dt. 


LOST 
Government Promissory Note No KN 000350 of National 
Defence Gold Bonds, 1980 A Series for 147 gmş. of Gold , 
originally standing in the numc of Rajendra Suhai, the 
proprictor by whom it was never endorsed to any other per 
son , having been lost stolen destroyed , notice is hereby given 
that the payment of the above Gold Bond and the instalment 
thereupon has been stopped at the Public Debt Offices , Reserve 
Bank of India , Kanpur, and that application is about to be 
made for issue of duplicate in favour of the proprietor. The 
public are cautioned against purchasing or otherwise dealing 
with the above mentioned secuinty . 

K . C . TANDON . 

Branch Manager 
State Bank of India 

UNNA 


LOST 


7 Guvernment Promissory Notc No. BY -40)4331 und BY 
404372 of the 3 % Percent conversion lonn 1945 foi 
R9, 5,17€ ):- and Rs. 5 , 500 ,- l espectively originally standing in 
the wc of Batoolrai Kapili Vohra and Nandbala Batook . 
rai 777147 last endorsed to Nundbain Batookraj and C . B . Vobra , 
the foprietors. by whom they were never endorsed to any 

i Nonon , having been lost notice is hereby given that the 
nayınem of the above notes and the interest thereupon has 
hoon miopred at the Public Debt Office, Reserve Bant: of 
India , Bombay and that application is about to be made for 
the 1947 of Duplicates in favour of the Proprietors. The 
Puhlm ! e cautioned against purchasing of otherwise clealing 
Wilh 15e above mentioned Securities : 
Nazim ji the advertiser : - C . B . VOHRA . 
Reminine : - Gopal Bhuvan , Vithleshwar Road , Ranika . 

Bhavnagar (Gujarat State ) . 
1 : 1. 84 


LOST 
The Government Promissory Note No. AD 004927 of the 
National Defence Gold Bonds , 1980 Scrivs A for 10 
Grammes of Gold originally standing in the Danig of 
Narendra Navinchandra — minor and last endorsed , to 
Sanjiv Ramesh Choksy the proprietor ( s ) by whom it was 
never endorsed to any other person , having been lost, notice 
is hereby given that the payment of the above Note and the 
interest thereupon has been stopped by the Public Debt Offcc . 
Reserve Bank of India , Ahmedabad and that application is 
about to be mode for the issue of duplicate in fuvour of the 
Proprietor ( s ) . Thc Public uro cautioned against purchasing 
or otherwise dealing with the above-mentioncd securicy . 
Nume of the advertiser :- - MR . SANJIV CHOKSY . 
Iddress : - Clo Mis Lallubhai Ranchhoddas . 

Share & Stock Broker , 
Bhupen Chambers , 
9 , Dala ] Strect , Fort, 

BOMBAY - 400 023 . 
( 135) 
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[PART IV 


J , hitherto known as MISS LAJWANTI daughter of SHRI 
GORDHAN DASS , residing at B - I 10 - B , PHASE - TIL. Ashok 
Vihar , Delhi- 110052 , have changed my name and shall forc 
after be known as MISS VINITA . 


NOTICE 
" NO LEGAL RESPONSIBILITY IS ACCEPTED FOR 
THE PUBLICATION OF ADVERTISEMENTS RE 
GARDING CHANGE OF NAME IN GAZETTE OF 
INDIA . PERSONS NOTIFYING THE CHANGES 
WILL REMAIN SOLELY RESPONSIBLE FOR THE 
LEGAL CONSEQUENCES AND ALSO FOR ANY 
OTHER MISREPRESENTATION ETC , 

BY ORDER 
Controller of Publications 


Il is certified that I have complied with other legal quic 
mente in this connection . 

LAJWANTI 
Sa.l- (In existing old name) 


CHANGE OF NAMES 


1 , hitherto known as DHANPAT SINGH son 

?? ) 
PIRTHJ SINGH , employed as $killed Fitter T . No. 7355, in 
The Wagon Repair Shop, Northeru Railway Workshop , 
Tugadhri Workshop , residing at jugadhi Workshor. Tehsil 
Wgadhri, District Ambala , Haryana, have changed in tamo 
and shall hereafter be known as GUGAN RAM . 

it is certified that I have complicd with other legal requie 
uns in this connection . 


I, bitherto known as RAMESHCHANDRA son of Shri 
TARACHAND KHAPARDE employed ELS Draughtsplan 
(Mechanical ) in the Drawing Office , Security Paper Mill, 
Hoshangabad (MP ) , residing at Qr. No. A 103, Security 
Paper Mill Colony , Hoshangabad (MP ) , have changed my 
Dame and shall hereafter be known as RAMESH CHANDRA 
SINGH CHOUHAN , 

It is coellicct that I hirve pompiipei with other legal require 
micnis in this connection , 


DHANPAT SINGH 
Sul- ( In cxisting old nanc ) 


RAMESHCHANDRA 
Sa .l- ( In existing old nane ) 


, hitherto known as " GAGAN " son of LATE SRIKANTA 
KOPAT, employed as S . P . A . in thc Electrical Forcman 
( Pump ) s Officer , S . E . Railway , Kharagpur, residing at Vill. 
Amba . P . O . Samraipur , District Midnapore , (West Bengal ) , 
have changed my name and shall hereafter he k1701 24 
GAGAN CHINDRA KOPAT . 
. It is certificd that I have complied with other legal irqoile 
tenis in this connection , 


1, hitherto known as G , NEELAKANTAN Son of F 
COVINDASWAMY , çmployed as Lower Division Clark is 
the Office of the Regional Provident Fund Commissioner , 20 
Royapettah High Road , Madras-600 014 , residing at Tyon ! 
Nu, 84 E .P . F . Staff Quartery , Dr. Tirumurthy Nagar , Nungam 
takkurn , Madrus - 600 034 , have changed my name and shall 
hercaítcr be known as M . G . RAJARAJESWAR , 

It is certificd that I have complied with other legal icquire 
ments in this connection . 

G . NEELAKANTAN 
Sd . - ( I n existing olu nunc 


GAGAN 
Su .l- ( in existing Old iline ) 


I hitherto known as MARAPATLA ALFRED on oll 
VRAPATLA SUBBAIAH (Late ) , employed as Plioniogram 
Operator ( TA ) in the Ollic of the Assistant Superintendent 
HIC rel graph Traffic , Central Telegraph Office Rajalımundry . 
residing at Subheraopeta in the house T . Sudharsana Rao . 
have changed my name and shall hercafter be known 05 
HARAPATLA ADINARAYANA, 

It is certified that I have complied with other legal souriren 
ments in this connection . 


1, hitherto known 14 T , P , THIRUPPAL son of T . POLIARI, 
employed as Highly skilled Artizan Grude IT | Fitter in Shop 
20 , Integral Coach Factory , Madras - 600 038 , residin at No. 
5123 , Vasantha Garden Street, First L c , Avanavarim . 
Madras -600 023 , bave changed my mom and " bull here : ftas 
he known as T . P . ELISHA THIRUPPAL . 

It is certificd that I havc complied with other Iccal requili: 
ments in this connection . 


MARAPATLA ALFRED 
Sd ./- ( in existing Old manic ) 


T . P . THIRUPPAL 
Sd . - (I n cxisting old nunie ) 


!, hitherto known as CHAITRAM HIRAMAN MAHAR 
son of Shri HIRAMAN RAJARAM MAHAR , employed as 
Examiner Grade II in the Inspectorate of Armaments , Varan 
Chon , have changed my name in shall hercafter he known 
IN CHAITRAM HIRAMAN FUGARE . 

It is certified that I have complied with other legal requirc 
menty jiz this connection . 


I. hitherto known as KUDITETI YESAIAH son ni TATE 
I . TIRUPATATAH , employed as L . D . C . in the Other of the 
Inconje -tax Officers , Station Road , Warangal ( A . P . ) , residing 
it Door No. 11 - 1474- 12 . Narsampet Road , Kasibugga , 
Warangal ( A . P . ) , have changed my name and shall hereafter 
be known as KUDITETI ROCKESFT ROSHAN . 

It is certified that I have complicd with other legal recaire 
ments in this connection . 

KUDITETI YESAIAI ! 
Sci . - ( in existing Old artic } 


CHAITRAM HIRAMAN MAHAR 

Sd ./- (In existing old 123mc ! 


1, hitherto known as NAGINA METHOR son of LATE 
" TINKARI HARI, employed as Line Mistry ( 8 ) T . No, 28 
P s , in the Ordauunce Factory. Dum Dumn , Calcutta - 700 028 
residing at 34 , Jogendra Busak Road , P . O . Baranagar, Cal 
cutta -700 036 , have changed my name and shall herefater be 
known as NAGINA HARI. 

It is certified that I have complied with other legal require 
ments in this connection . 


1, hither to known as CHARAN DASS Slo LATE SHRI 
HARDEV SINGH , employed as Clerk in C . D . A .. Central 
Conand , Meerut Cantt,, residing at Village Pavli Khas Distt . 
Meerut, bave changed my name and I hereafter he known as 
CHARAN SINGH , 

It is certified that I have complied with other legal equire 
mints in this connection . 

CHARAN DASS 
Sd ./- ( In existing Old name ) 


1. hitherto known as RAMBRIZ SHAW Son o late 
GAVA PRASAD , employed as Painter in GE ( Project ) 
NO . 1 Calcutta , residing at Village Kundwa , PO . Balohani, 
Diett. Siwan ( Bihar ) have changed my nadie and shall here 
after be known as RAM BRICHH PRASAD . 


NAGINA METHOR 
Sci .l- ( In existing old name ) 


UJ 
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It is certificd thut I have complial with other legal my nime and shall hereafter be known 75 UMESH KUMAR 
requirements in this connection . 

SHARMA , 
RAMBRIZ SHAW 

It is certified that I have complied with other Igal 
Signature in existing old name ) 

requirements in this connection . 

UMESII KUMAR NIGILAWAL 
I , hitherto known as BANSROPAN son of Late 

Signature ( in existing old name ) 
RAMDUTT RAM , employed as Fitter in the Office ATFO ! 
PSIE . Rly .. Asansol, residing it Tari Mahalla , K . T . Road , 
Asanso1- 713301, West Bengal have changed iny name and 

I, hitherto known 2 RAHUL TUSITER PINDE ! Shri 
shall herefter be known as BANSROPAN RAM . 

KESHAV P . PANDE, employed 3 Gentleman Cut. in the 

Oflice of Indian Military Acadenzy , Dehradoon , residing at 
It is certified that I have complice with other legal Indian Military Academy, Dehradoon have changed my name 
requirements in this connection , 

and shall hercaſter be known as RAHUL PANDE . 
BANSROPAN It is certified that I have complicd with other legal 
Signature in existing old name ) requirements in this connection . 

RAHUL TUSHAR PANDE 
1, hitherto known as STIEODHANI MISTRY in SRI 

Signutur. ( in existing old name ) 
BIDESHI SHARMA , employed as Fitter in tho Office of 
1TFO PSI, Eastern Rly .. Awansol, resicling at Netaji Subhas 
Road , Asansol -713301, W . Bengal have changed iny name 

I, hitherto known 5 GIRIAPPA MOOLYA KULAL son 
sind shall hereafter he hnora as SHEODHANI SHARMA , of Shri SANKAPPA MOOLYA . cinployed An Driver cum 

Peon at United Commercial Bank , Bangalore City Branch , 
It is certified that I have compliect with other legal 

residing at Co M . B . Kulai, No . 12, 310 ( ToS, Muatshwat 
requirements in this connection . 

Block , Nagappa Street, Palacc Gutluhalli, Bangalore- 560 003 
SHEODHANI MISTRY 

have changed my name and shall nor after he known as 

M . GIRISH , 
Signature ( in existing old name ) 

It is cortified that I have complied with other legal 
1. bitherto known as SURESH KUMAR NIGRAWAL 

requirements in this connection , 
slo Shri NARAYANDAS NIGRWAL , employed as Junior 

GIRI11PA MOOLYA KULAL 
Enginecr Phones in Otlive » [ Divisional Engineer Phones , 

Signatı : - hil existing led 27mo) 
Bhopal and residing at Qr. No 11 14 P & T Colony, ( Bhadb 
bbadha ) kunla Nagar Point Bhopal. have changecl ny 
namne 1941 shilll hereafter 12 : knowil us SURESH KUMAR 

1. hitherto known as VISHNUPRASAD HARIPRASAD 
SHARMA 

SUTIIAR son of HIARIPRASAD AMBALAL SUTHAR , cm 
It is certifice that have complied with othei legal 

plocd as LS. G . Telegraph Matar in the Office of Central 

Telegraph , Ahme.labad , rcsicling at 2038 , Narsih Bhuvan 
requirements in this COMICcl10n . 

Daulatkhana Sarangpur, Ahmedabad have changed my nanic 
SURESH KUMAR NIGRAWAL 

204 shall hercafter he known as VISHNUPRASAD TART 
Signature in existing old name) 

PRASAD GAJJAR . 

It is certified that I have complice with other legal 
I, hitherto known is UMESII RUMAR NIGRAWAL requirements in this connection . 
Ko Shri NARIYANDAS NIGRAWAL . cmployed as Tech 

VISHNUPRASAD HARIPRASAD SLITHAR 
ician in telephone Exchangc Itarsi S . D . O . T . Itarsi ) and 

Signature ( in cristing old nanne ) 
J ailing al Gandhi Nagar neas Ideat Itarsi, have changed 
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